THE  HEALTH  OF 
COALVILLE 
1971 


COALVILLE  URBAN  DISTRICT  COUNCIL 


ANNUAL  REPORT 


of  the 


MEDICAL  OFFICER  OF  HEALTH 


Including  the  Report  of  the 
CHIEF  PUBLIC  HEALTH  INSPECTOR 


For  the  Year  1971 


HEALTH  AND  HOUSING 


committee 

at  31st  December,  1971. 


CHAIRMAN  OF  THE  COUNCIL:  Councillor 


CHAIRMAN: 

VICE  CHAIRMAN: 
MEMBERS : 


Councillor 

Councillor 

Councillor 

Councillor 

Councillor 

Councillor 

Councillor 

Councillor 

Councillor 

Councillor 

Councillor 

Councillor 

Councillor 

Councillor 

Councillor 

Councillor 

Councillor 


G.  A.  Peacey 

Mrs  M.  A.  Griffin,  J.P. 
J.  W.  Watts 
F.  Aris 

C.  E.  Booth 

D . R . Bryan 
P.  S.  Burton 

A.  Clarke,  J.P. 

Miss  M.  A.  Earp 

B.  W.  Johnson 

H.  R.  Lager 
A.  H.  Moore 

D.  C.  Peat ling 
L.  A.  Robinson 

C . J . Rowlinson 
L.  T.  Simpson 
Mrs  A.  U.  Smith 
S.  W.  Smith. 


PUBLIC  HEALTH  OFFICERS 


MEDICAL  OFFICER  OF  HEALTH: 

Andrew  Hamilton,  M.B.,  Ch..B.  , D.P.H 
Municipal  Offices, 

Coalville.  (part-time). 

Telephone:  Coalville  4941 

Home:  Coalville  3723 

CHIEF  PUBLIC  HEALTH  INSPECTOR: 

H.  Hunter,  C.R.S.H.,  F.A.P.H.I. 
Municipal  Offices, 

Coalville  (to  3.12.71). 

J.  L.  Fear,  C.R.S.H.,  M.A.P.H.I. 

(from  29.11.71). 

DEPUTY  CHIEF  PUBLIC  HEALTH 

INSPECTOR: 

D.  Allen,  C.R.S.H.,  M.A.P.H.I. 

ADDITIONAL  PUBLIC  HEALTH 

INSPECTOR: 

K.  Rock,  Dip.  P.H.I.E.B.,  M.A.P.H.I 

(from  1.2.71). 

PEST  OFFICER: 

T.  Regan. 

SENIOR  CLERK: 

Mrs  J.  Richards. 

CLERK: 

Mrs  K.  Isaac  (part  time) 

(to.  3.12*71). 

Mrs  P.  Norwell  (part  time) 

(from  13.12.71). 

Mrs  P 


Public  Health  Department, 
Municipal  Offices, 
COALVILLE. 

Leicester. 


To:  The  Coalville  Urban  District  Council. 


Mr  Chairman  and  Members  of  the  Council, 

I beg  to  submit  for  your  consideration  the  Annual 
Report  of  the  Medical  Officer  of  Health  concerning  the 
sanitary  circumstances,  sanitary  administration  and  vital 
statistics  of  the  area  for  the  year  1971*  Broadly,  the 
Report  follows  the  lines  indicated  in  Circular  1/72,  dated 
3rd  January,  1972,  from  the  Department  of  Health  and  Social 
Security. 


Mr  Hunter,  who  was  your  Chief  Public  Health  Inspector 
for  over  20  years  retired  from  the  service  of  the  Council  at  the 
end  of  November.  He  had  been  an  able,  conscientious  and 
efficient  officer,  well  liked  by  his  colleagues  and  by  the 
public  at  large,  and  it  would  be  difficult  adequately  to  assess 
the  extent  of  his  contribution  to  the  health  and  well-being  of 
the  district.  I wish  him  well  in  his  new  sphere  of  activity. 

He  has  been  succeeded  by  Mr  John  Fear,  who  comes  to 
us  from  the  Borough  of  Chorley.  I have  no  doubt  that  he  too 
will  have  much  to  contribute  to  the  welfare  of  the  district  — 
we  extend  to  him  a cordial  welcome  and  hope  that  he  and  his 
family  will  be  happy  amongst  us. 

To  all  the  other  members  of  the  staff  of  the  Public 
Health  Department  I express  my  thanks  for  their  support  through- 
out the  year,  and  I would  also  thank  many  other  members  of  the 
Council’s  staff  for  co-operation  readily  given  when  requested. 

The  members  of  the  Council  have  been  considerate  and 
courteous  to  me  at  all  times  and  I am  grateful  to  present  and 
past  members  for  their  continued  understanding  through  many 
changes.  We  are  on  the  threshold  of  even  greater  changes,  the 
effect  of  which  will  not  become  apparent  for  some  time,  but 
which,  it  is  to  be  hoped,  will  be  to  the  benefit  of  the  people 
as  a whole. 


I have  the  honour  to  remain, 


Your  Obedient  Servant , 


/C/Utc,  / l 
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STATISTICS  AND  SOCIAL  CONDITIONS  OF  THE  AREA 


Area  (in  acres)  6,552 
Estimated  Population  (mid  1971)  28,560 
Number  of  domestic  properties  (April  1971)  9i9^ 
Rateable  value  (51/5/71)  £1,095,5^ 
Estimated  product  of  penny  rate  at  51/5/71  £10,270 


VITAL  STATISTICS 

England  CUDC 
1971  & Wales  1970 

1971 

Estimated  mid-year  population  28,560  28,640 


Live  Births 

M 

F 

Total 

Total 

258 

255 

491 

491 

415 

Legitimate 

222 

240 

462 

Illegitimate 

16 

15 

29 

Live  Birth  Rates 

etc 

Live  Births  per  1 

,000  home 

pop. (crude) 

17.5 

16.0 

14.5 

Area  comparability  factor 

1.02 

1.00 

1.02 

Local  adjusted  rate 

17.6 

16.0 

14.8 

Ratio  of  local  adjusted  rate  to 

national  rate 

1.10 

1.00 

.92 

Illegitimate  live 

births  as 

percentage 

of  all  births 

6 

8 

6 

Stillbirths 

M 

F 

Total 

Total 

4 

6 

10 

10 

7 

Legitimate 

4 

5 

9 

Illegitimate 

— 

1 

1 

Stillbirth  Rate 

Stillbirths  per  1 

,000  total 

live 

and 

stillbirths 

20 

12 

17 

Total  Live  and  Stillbirths 

M 

F 

Total 

Total 

242 

259 

501 

501 

422 

Legitimate 

226 

245 

471 

Illegitimate 

16 

14 

50 

Deaths  of  Infants 

under  1 year  of 

age 

\ 

M 

F 

Total 

Total 

7 

6 

15 

15 

7 

Legitimate 

7 

6 

15 

Illegitimate 

- 

- 

- 
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Infant  Mortality  Rates 

Deaths  under  1 year  per  1,000  live  births 
Deaths  of  legitimate  infants  under  1 year 
per  1,000  legitimate  live  births 
Deaths  of  illegitimate  infants  under  1 year 
per  1,000  illegitimate  live  births 


England 

CUDC 

1971 

& Wales 
1971 

1970 

26 

18 

17 

28 

17 

13 

_ 

24 

80 

Under  4 weeks  of  age 

M 

F 

Total 

Total 

7 

6 

13 

Legitimate 

7 

6 

13 

Illegitimate 

- 

- 

- 
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Neonatal  Mortality  Rate 

Deaths  under  4 weeks  per  1,000  live  births  26  12 


9.6 


Under  1 week  of  age  ^ 

Total  6 
Legitimate  6 
Illegitimate 


F Total 
6 12 

6 12 


12 
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Early  Neonatal  Mortality  Rate 

Deaths  under  1 week  per  1,000  total 
live  births  24  10  10 


Peri-natal  Mortality  Rate 

Stillbirths  and  deaths  under  1 week  combined 
per  1,000  total  live  and  stillbirths  44 


Deaths  - all  ages 


M 

158 


F Total 

134  292 


292 


22 


26 

328 


Death  rates  etc 

Deaths  per  1,000  home  pop. (crude  rate)  10.3  11.6 

Area  comparability  factor  ...  1.12  1.00 

Local  adjusted  rate  ...  ...  11.3  11.6 

Ratio  of  local  adjusted  rate  to  national 
rate  ...  ...  ...  .99  1.00 

Maternal  Mortality  (including  abortion) 

Number  of  deaths  ...  ...  0 

Rate  per  1,000  total  live  and  stillbirths  0 


11.5 

1.12 

12.9 

1.10 


0 

0 


3. 


NURSING  SERVICES 


During  the  year  difficulty  was  experienced  by  the 
County  Council  in  staffing  the  domiciliary  midwifery  service 
in  the  area.  The  general  shortage  of  district  nurse  midwives, 
general  district  nurses  and  whole-time  midwives  was  apparently 
due  to  a variety  of  causes  - removals,  return  to  hospital  duties, 
promotion  of  professional  career,  personal  reasons  and  death. 
Midwifery  cover  was  particularly  thin,  but  the  County  Medical 
Officer  had  the  position  under  constant  review  and  considerable 
efforts  were  made  by  him  to  remedy  the  position  by  trying  to 
secure  the  services  of  staff  on  a whole-time  permanent  basis 
and  also  on  a temporary  part-time  basis,  particularly  to  cover 
maternity  nursings.  At  the  end  of  the  year  the  position  had 
very  slightly  improved  - Coalville  having  been  listed  as  in 
high  priority  and  staff  having  been  widely  advertised  for  in 
local  and  professional  press. 

NATIONAL  ASSISTANCE  ACTS,  19 48  AND  1951 


No  formal  action  was  necessary  during  the  year  under 
the  above  Acts,  but  on  infrequent  occasions  visits  and  enquiries 
were  necessary  in  some  doubtful  cases. 


MEALS  ON  WHEELS 


This  service  continues  under  the  able  guidance  and 
supervision  of  the  W.R.V.S.  Additional  help  in  the  distribution 
of  meals  would  be  welcomed  and  as  there  is  always  a waiting 
list  of  applicants  it  would  appear  that  there  is  room  for  an 
extension  of  the  service  if  this  were  possible.  Twenty-five 
visits,  involving  thirty-two  persons  were  made  during  the  year. 

A small  number  was  rejected,  and  generally  speaking  the  remainder 
were  placed  on  the  waiting  list. 


MEDICAL  EXAMINATIONS 


Twenty-eight  persons  were  examined  with  a view  to 
determining  their  fitness  or  otherwise  to  become  contributors 
to  the  Superannuation  Fund.  None  was  rejected.  This  repre- 
sents a very  considerable  increase  in  the  numbers  for  previous 
years  and  would  appear  to  indicate  a significant  turn-over  of 
staff  or  a gradual  increase  in  staff  generally. 


4. 


HOME  SAFETY 


The  Home  Safety  Committee,  to  which  the  Council  extends 
facilities  for  its  meetings,  continues  to  function  satisfactorily. 
This  year,  and  indeed  last  year  too,  it  was  able  to  arrange  a 
very  successful  "exhibition"  in  one  of  the  vacant  units  in  the 
Broadway  shopping  precinct  with  the  co-operation  of  the  owners. 

In  each  year  several  hundred  people  passed  through  the  unit  and 
the  exhibits  appeared  to  arouse  much  interest.  Towards  the  end 
of  the  year  another  "quiz"  competition,  open  to  children  in 
various  age  groups  was  held.  The  Committee  felt,  I think,  some- 
what disappointed  with  the  response,  but  on  the  whole  this  is  a 
useful  kind  of  exercise  which  will  without  doubt  be  repeated  in 
due  course. 

ABBEYFIELD  SOCIETY 

The  Abbeyfield  House  in  Forest  Road  has  had  another 
successful  year,  has  been  running  to  almost  full  capacity,  and 
without  financial  loss,  a state  of  affairs  which  is  in  no  small 
measure  due  to  the  time  consuming  enthusiasm  and  application  of 
a few  dedicated  individuals. 

FOOD  HYGIENE 


In  1970  an  adjacent  Local  Authority  suggested  that  an 
exhibition  related  to  food  hygiene  should  be  staged  but  for 
various  reasons  it  was  not  found  possible  to  implement  the 
suggestion. 

However,  this  Authority,  combining  with  three  neighbour- 
ing Authorities  and  with  the  willing  co-operation  of  the  local 
weekly  newspaper,  The  Coalville  and  Ashby  Times,  was  able  to 
arrange  for  it  to  publish  what  was  actually  in  the  nature  of  a 
Food  Hygiene  supplement.  Many  columns  and  a few  photographs  were 
devoted  to  the  subject  and  the  newspaper  quite  rightly  took 
advantage  of  the  opportunity  to  attract  a number  of  advertisements 
with  a food  hygiene  bearing. 

A good  deal  of  the  material  was  culled  from  "The  House- 
wife's Guide  to  Food  Hygiene"  published  by  the  County  Borough 
of  Teeside,  the  consent  of  their  Medical  Officer  of  Health 
having  been  obtained.  I feel  that  in  attempts  at  health 
education  it  is  better  to  restrict  your  material  and  to  avoid 
the  temptation  to  be  too  verbose. 
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SOCIAL  SERVICES 


The  Social  Services  Department  of  the  Leicestershire 
County  Council  came  into  existence  on  the  1st  April,  1971, 
with  responsibility  for  all  the  services  previously  administered 
by  the  Children's  Department,  together  with  the  Welfare  services 
of  the  Health  and  Welfare  Department,  which  include  the  welfare 
of  the  mentally  ill  and  the  mentally  handicapped,  the  physically 
handicapped  and  the  elderly,  the  provision  of  a Home  Help  service 
and  the  supervision  of  play-groups  and  child-minders . 

The  policy  of  decentralisation  of  the  domiciliary  and 
personal  services  resulted  in  the  setting  up  of  an  area  office 
at  43  London  Road,  Coalville,  under  the  supervision  of  an  Area 
Director,  the  area  served  comprising  Coalville  Urban  District, 
Ashby-de-la-Zouch  Urban  District , Ashby  Woulds  Urban  District , 
Ashby-de-la-Zouch  Rural  District  and  part  of  Market  Bosworth 
Rural  District. 

MASS  RADIOGRAPHY  UNIT 


The  Leicester  Area  Mass  Radiography  Unit,  based  on 
Groby  Road  Hospital,  Leicester,  visited  Coalville  between  the 
25th  May,  1971  and  the  10th  June,  1971*  The  numbers  x-rayed 
totalled  4,263,  comprising  1 , 8 1 6 males  and  2,447  females. 

No  information  is  at  present  available  concerning 
the  detection  of  diseased  conditions. 

INFLUENZA  IMMUNISATION 


Towards  the  end  of  the  year  the  Council  decided  to 
offer  free  vaccination  against  influenza  to  all  its  employees. 
Approximately  60  took  advantage  of  the  offer,  25  of  them  clerical 
workers  and  the  remainder  manual  workers.  It  is  understood 
that  this  is  to  be  an  annual  arrangement  - perhaps  in  the 
future  a larger  proportion  of  your  employees  will  be  prepared 
to  participate. 
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PREVALENCE  OF,  AND  CONTROL  OVER,  INFECTIOUS  DISEASES 


43  cases  of  infectious  disease  were  notified. 

The  tables  below  indicate  the  age  and  sex  distribution 
after  correction. 

NOTIFICATIONS 


■ 

Age 

Measles 

Dysen- 

tery 

Scarlet 

Fever 

Diphth- 

eria 

Acute 

Meningitis 

Acute 

Para- 

lytic 

Polio 

Non- 

para- 

lytic 

M 

F 

M 

F 

M 

F 

M 

F 

M 

F 

M 

F 

M 

F 

Under 

- 1 

year 

2 

5 

1-2  yrs 

1 

1 

1 

1 

2-3  yrs 

1 

! 

3-4  yrs 

1 

1 

4-3  yrs 

1 

2 

3-9  yrs 

2 

3 

3 

10-14  yrs 

1 

1 

1 

13-24  yrs 

25  & over 

l 

Age  Unknown 

Total 

— 

9 

12 

5 

2 

21 

0 

7 

0 

0 

0 

0 

7 


Age 

Tetanus 

Infective 

Jaundice 

Tuberculosis 

Resp. 

Meninges 

8c  C.N.S. 

Other 

M 

F 

M 

F 

M 

F 

M 

F 

M 

F 

Under  1 

year 

1 - 2 

. . 

j- 

i 

OJ 

. - 

. ... 

5-9 

10  - i4 

1 

15  - 19 

1 

20  - 24 

3 

1 

1 

25  - 34 

1 

35  - 44 

1 

1 

49  - 94 

1 

1 

55  - 64 

L_.  

1 

65  - 74 

1 

79  & over 

i 

Total 

1 

! 

6 

4 

1 

1 

2 

0 

! 

10  ! 2 


0 

2 
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In  addition,  two  cases  of  whooping  cough  were 
notified,  both  females,  one  under  1 year  and  the  other  between 
2 and  4 years.  One  case  of  acute  infective  encephalitis  in  a 
girl  under  5 years  was  also  notified. 

No  cases  of  leptospirosis,  paratyphoid  fever,  typhoid 
fever,  food  poisoning,  malaria,  smallpox,  anthrax,  ophthalmia 
neonatorum  or  yellow  fever  were  notified. 

The  Chief  Medical  Officer  of  the  Department  of  Health 
and  Social  Security,  Dr  G.  E.  Godber,  wrote  to  all  doctors  in 
July  1971  about  vaccination  against  smallpox.  A Joint  Committee 
on  Vaccination  and  immunisation  had  reviewed  the  indications  for 
offering  vaccination  against  smallpox  in  Great  Britain  at  the 
present  time  and  had  decided  to  recommend  that  vaccination  against 
smallpox  need  not  now  be  recommended  as  a routine  procedure  in 
early  childhood,  but  that  all  travellers  to  and  from  areas  of  the 
world  where  smallpox  is  endemic,  or  countries  where  eradication 
programmes  are  in  progress,  should  be  protected  by  recent 
vaccination. 
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CAUSES  OF  DEATH  AT  DIFFERENT  PERIODS  OF  LIFE  DURING  1971 
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10 


Tj 

CM  l_r\  C\N  x~ 

V-  1 

i 

V-  T“ 

i i 

i i 

— 

1 1 

i i 

' ' 

i -4- 

i 

1 

, p 

i 

i i ; tr\oo!  rA 

! LAND  j CM 

I 

K\  l't\J  r 

1 

i 

-=*■  i 

v-  , 

I 

■1 

i i 

V-  1 

i i 

i . 

i i 

i i 

i i 

i 

— 

I 

1 j SR 

; 77 



v 1 

CM  1 

1 1 

i 

i i 

I I 

V-  1 

i i 

i i 

' 1 

. 

■ ■ 



1 

' ' 

1 1 

CM  r- 
IA  V- 

IA 

J" 

1 1 

1 r- 

• ' 

' ' 

! 

i i 

1 CM 

, , 

i i 

1 1 



1 1 

r-  1 

O rA 

V" 

rA 

CM 

1 CM 

. . 

1 1 

« 1 

' ' 

i 

i i 

1 1 ( 1 1 

! 

1 

i i 

' ' 

. . . 

i i ! i i 

I 

, 

1 1 

1 1 

rA  cm 

LA 

' ' 

1 1 

i i 

1 1 

i 

i i 

I 1 

1 1 

i i 

i i 

• 

, , 

. . 

i 

1 1 

I 1 

i i 

1 

' ' 

1 I II 

i 

1 1 

_ . . 

i 

i i 

1 1 

1 1 

■ ' 

« . 

' « 

, , 

v- 

1 1 

1 1 

r-  1 

1 1 

1 1 ; 1 1 

i 

1 1 

i 

i i 

1 1 

! 

1 1 ; 1 r- 

\ 

, , 

i i 

, ■ 

<- 

. J 

I 1 

' 1 

V CM 

rA 

' ' 

1 1 

V-  1 

i i 

1 1 

1 1 

i 

1 1 

r- 

- 

1 1 

1 1 

rA  v- 

J* 

i 1 

— 

i i 

i i 

1 1 

i 

i i 

1 1 

1 1 

i i 

1 1 

i ■ 

1 

1 1 

1 1 

1 1 

i 

1 1 

i i 

1 1 

i 

1 ' 

. 

' 1 

1 1 

1 V- 

r 

iA-3- 

IA  r- 

' ' 

1 

1 1 

1 I 

IN- VO 



P 



6 

5 

10 

,11  ... 

CM  CM 

IA  1 

L _ . 

V-  V 

v-  CM 

r-  1 

V-  CM 

fA-3" 

rA  c- 

1 -4“ 

IA 

V-  V- 

v-  1 

OO  -<f 
LA  rA 

r—  r— 

CM 

ON 

CM 

2 ft 

2 ft 

M 

F 

2 ft 

ft 

S Pn 

A 

H 

2 ft 

2 ft 

2 ft 

2 ft 

2ft 

* 

2 ft 

2 ft 

i 

Other  Diseases  of 
Circulatory  System 

Pneumonia  i 

Bronchitis  and 

Emphysema 

Other  Diseases  of 
Respiratory  System 

w 

•H 

•P 

•H 

O 

•H 

CS 

<D 

ft 

ft 

< 

Other  Diseases  of 
Digestive  System 

Nephritis  and 

Nephrosis 

Other  Diseases, 
Genito-Urinary  System 

Congenital  Anomalies 

Birth  Injury, 

Difficult  Labour,  etc 

Other  Causes  of 
Perinatal  Mortality 

Symptoms  and  Ill- 
Defined  Conditions 

Motor  Vehicle 

Accidents 

All  Other 

Accidents 

Suicide  and  Self- 
Inflicted  Injuries 

Total  all  Causes 

J 

Total  all  Sexes 
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ANNUAL  REPORT  OF  THE  CHIEF  PUBLIC  HEALTH  INSPECTOR 


To  the  Chairman  and  Members  of  the 
Coalville  Urban  District  Council. 


Mr  Chairman,  Ladies  and  Gentlemen, 

In  submitting  my  report  for  the  year  1971  I am  reporting 
almost  exclusively  the  work  of  my  predecessor,  Mr  Herbert  Hunter, 
who  retired  in  December  after  serving  this  authority  for  21  years. 

I am  grateful  to  him  for  the  legacy  of  goodwill  which 
he  had  built  up  between  the  department  and  the  townspeople  over 
the  years  which  enables  our  work  to  be  carried  out  much  more 
effectively. 

During  the  year  the  department  took  over  complete 
responsibility  for  the  issue  of  Standard  and  Improvement  Grants, 
and  although  the  work  is  time  consuming  it  enables  us  to  have  a 
better  overall  control  of  conditions  in  the  private  housing 
sector,  from  unfit  houses  upwards. 

In  the  field  of  clean  air  there  were  three  items  of 
note  during  the  year,  all  connected  with  scheduled  processes 
under  the  Alkali  Acts.  In  the  first  place  the  crushing  and 
grading  plant  at  the  Peldar  Tor  Quarry  became  scheduled  and 
therefore  under  the  control  of  the  Alkali  Inspector  which,  in  my 
opinion,  is  a retrograde  step  and  upon  which  I shall  enlarge 
later  in  my  report. 

Secondly,  the  Coalville  Brick  Co.  Ltd.  converted  their 
kilns  to  gas  firing,  effectively  stopping  smoke  emissions  and 
at  the  same  time  ceasing  to  be  a scheduled  process  under  the 
control  of  the  Alkali  Inspector. 

Thirdly,  but  by  no  means  least,  was  the  commissioning 
of  the  Rexco  plant  adjacent  to  the  Snibston  mine.  The  plant 
seems  to  have  had  more  than  its  fair  share  of  teething  troubles  and 
despite  good  co-operation  from  the  Company  it  Was  found  necessary 
to  draw  their  attention  to  nuisances  which  were  arising  and  also 
to  contact  the  Alkali  Inspector  about  emissions  from  the  process. 
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I would  like  to  thank  the  members  of  the  Council  and 
also  the  Council's  officers,  particularly  in  the  Health  Department, 
but  also  in  other  departments,  for  their  help  and  guidance  during 
my  first  few  months  with  the  authority. 

I would  also  like  to  acknowledge  information  received 
from  the  Engineer  & Surveyor  and  from  the  Chief  Engineer  of  the 
North  West  Leicestershire  Water  Board,  which  has  been  used  in 
the  compilation  of  my  report. 


Chief 


Municipal  Offices, 
Coalville. 

June  1972. 
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WATER  SUPPLY 


The  supply  of  water  to  the  Urban  District  is  provided 
by  the  North  West  Leicestershire  Water  Board. 

9,938  houses,  occupied  by  some  28,360  persons  are 
directly  connected  to  the  public  water  mains.  The  occupants 
of  6 houses  (approximately  1.8  persons)  obtained  water  from 
wells.  A scheme  is  in  preparation  to  connect  most  of  these 
houses  to  the  public  mains  during  the  next  year. 

The  water  within  the  Coalville  Urban  District  comes 
from  a variety  of  sources,  as  follows  : 

(a)  Board's  borehole  sources  at  Broomleys  and  Holly  Hayes. 

(b)  In  bulk  from  Whitwick  and  Ellistown  collieries. 

(c)  In  bulk  from  Leicester  Corporation  Water  Department  at 
Bar don  Hill. 

(d)  From  either  Blackbrook  Reservoir  or  the  River  Dove 
Water  Board  Aqueduct  supply  near  Blackbrook. 

(e)  On  occasions  water  is  pumped  into  the  Coalville  area 
from  the  Board's  borehole  sources  at  Heather. 

Water  supplied  varies  from  hard  to  very  hard. 

All  water  supplied  receives  chlorination  before  being 
put  into  supply.  The  colliery  sources  are  subjected  to  pressure 
filtration  before  chlorination.  The  supply  from  Blackbrook  is 
subjected  to  pressure  and  slow  sand  filtration  before  chlorination. 
The  supplies  from  Leicester  Water  Department  and  the  River  Dove 
Water  Board  are  subjected  to  more  complicated  chemical  and 
filtration  treatment. 


The  following  are  details  of  new  mains  laid  within 
the  Urban  District  during  1971  • 


(a) 


Improvements  to  the  Distribution  System 


Ashby  Road,  Coalville 

t»  M n 

Clock  Tower,  Coalville 
Greenhill  Road,  Coalville 


Yards  Size 


4 

4" 

78 

8" 

80 

8" 

88 

3" 

In  addition  a booster  pump  has  been  installed  at  the 
cross-roads,  Whitehill,  to  ensure  that  the  Board's  water  tower 
at  Ellistown  colliery  is  filled  each  night.  This  will  assist 
in  maintaining  pressure  in  the  Whitehill,  Ellistown  areas  during 
periods  of  peak  demand. 


Housing  site  developments 

Yards 

Size 

Off  Greenhill  Road,  Coalville  (Jelson  Ltd) 

6 

3” 

228 

4" 

528 

6" 

Off  Talbot  Street,  Thringstone 

(A.  H.  Wilson  Ltd) 

160 

4" 

( c)  Industrial  Use 

Wolsey  Street,  Coalville  (Fire  Main  for 

T.  Grieve  & Co.)  6 4” 


A sufficient  supply  of  water  was  made  available 
throughout  the  year. 

The  average  daily  consumption  over  the  year  was  1.5  m.g.d. 

The  following  is  a typical  chemical  analysis  of  the 
water  supplied  : 


Colour  (Hazen  Units) 
Turbidity 
pH  value 
Solid  residue 
Mineral  matter 
Chloride  (as  CL) 
Sulphate  (SO4) 

Total  hardness 
Carbonate  Hardness 
Non-carbonate  Hardness 
Nitrate  Nitrogen 
Nitrate  Nitrogen 
Ammoniacal  Nitrogen 
Albuminoid  Nitrogen 
Manganese 


<5 

Nil 

7.8 

536  p.p.m. 
393  p.p.m. 

42  p.p.m. 
138  p.p.m. 
334  p.p.m. 
211  p.p.m. 
123  p.p.m. 
1.51  p.p.m. 
Nil 
Nil 
Nil 
Nil 


Water  Samples 


— 

Results 

_ _ 
Samples 

. 

Submitted 

Satisfactory 

Unsatisfactory 

! Water  Board 

Bacteriological 

202 

176 

26 

Chemical 

4 

4 

Nil 

DRAINAGE  AND  SEWERAGE 


It  is  pleasing  to  record  that  the  contract  was  let  for 
the  construction  of  the  new  pumping  station  and  laying  of  the 
sewer  and  rising  main  at  Talbot  Lane  during  the  year-  At  the 
time  of  writing  the  work  is  in  progress.  This  should  permit 
about  15  houses  to  be  connected  to  the  sewer. 

A scheme  is  under  preparation  for  the  renewal  of  the 
disused  north  high  level  sewer  and  a scheme  for  the  extension  to 
Snarrows  sewage  works  was  under  preparation  by  consultants.  The 
cost  of  the  scheme  will  be  approximately  £500,000. 

The  number  of  visits  to  drainage  works  continued  at 
a high  level.  This  is  partly  due  to  troubles  caused  by  mining 
subsidence  but  it  was  also  noticeable  that  an  unduly  high 
proportion  of  faults  were  in  drains  and  private  sewers  serving 
new  property,  one  of  the  penalties  of  the  careless  work  generated 
by  mechanised  high  speed  building  techniques. 

REFUSE  COLLECTION 


A weekly  collection  of  refuse  was  maintained  during 

the  year. 


Three  new  large  capacity  vehicles  were  purchased 
during  the  year  in  anticipation  of  commencement  of  tipping  at 
Lount;  these  vehicles  will  need  fewer  journeys  to  the  tip. 

The  collection  fleet  is  now  as  follows  : 

3 35/50  cu.yd.  Dennis  Paxit  Major  Compression  Vehicles 

3 12  cu.yd.  Karrier  Gamecock  Side  Loaders 

1 10  cu.yd.  Karrier  Gamecock  Side  Loader. 

The  small  side  loader  and  two  men  are  employed  in 
the  emptying  of  pails  and  bins  in  the  outlying  areas  and  the 
collection  of  salvage. 

Waste  paper  is  collected  at  the  same  time  as  refuse 
from  domestic  properties,  a separate  collection  is  made  from 
shops,  factories  and  offices.  At  the  present  time  salvage  is 
collected  from  shops  and  factories  without  charge. 

Charges  for  trade  refuse  are  as  follows  : 

(a)  properties  of  rateable  value  under  £300  - 1 bin  free 

(b)  properties  of  rateable  value  over  £300  - 2 bins  free 

(c)  each  additional  bin  £5  per  annum. 
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REFUSE  DISPOSAL 


Disposal  of  refuse  is  by  controlled  tipping  at  Ashby 
Road  but  in  conjunction  with  Ashby  R.D.C.  tipping  at  Lount  will 
commence  in  June  1972.  Due  to  delays  in  negotiations  over  the 
Lount  site  there  have  been  some  difficulties  in  maintaining 
satisfactory  conditions  at  Ashby  Road, 

SANITARY  ACCOMMODATION 

The  sanitary  accommodation  in  the  Urban  area  at  the 
end  of  1971  was  estimated  to  be  made  up  as  follows  : 

99* *+3  - water  closets 

29  - pails,  including  chemical  closets 

6 - privies, 

SANITARY  INSPECTION  OF  THE  AREA 

The  particulars  given  below  are  for  all  purposes, 
including  those  given  elsewhere  in  this  Report,  with  the 
exception  of  rodent  control. 

Total  number  of  complaints  received  - 807 

Inspections  in  connection  with  : 

Dwellinghouses  1918 

Infectious  disease  enquiries 

(including  Food  Poisoning)  97 

Verminous  and  dirty  premises  27 

Drainage  works  501 

Tents,  vans  and  sheds  l80 

Water  supplies  40 

Atmospheric  pollution  555 

Factories,  workshops,  etc  53 

Shops  and  Offices  128 

Keeping  of  Animals  7 

* Rodent  Control  1^5 

Refuse  storage,  collection  & disposal  52 

Schools  2 

Food  premises  171^ 

Bakehouses  3$ 

Dairies  5 

Miscellaneous  inspections  13&5 


6807 

Not  including  visits  by  Pest  Officer. 
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Additional  work  was  carried  out  as  under  : 


Ice  Cream  samples  14 

Miscellaneous  foods  for  bacteriological 

examination  3 

Bath  water  samples  56 

Specimens  collected  (food  poisoning, 

dysentery,  research,  etc)  31 


The  number  of  notices  served  during  the  year,  together 
with  figures  showing  the  number  complied  with,  are  given  in  the 
following  tables  : 


PRELIMINARY 


Housing  Public  Health 


Outstanding  on  1st  January 

34 

24 

Issued  during  year 

52 

48 

Complied  with  during  year 

32 

38 

Outstanding  on  31st  December 

34 

34 

STATUTORY 


Outstanding  on  1st  January 

3 

9 

Issued  during  year 

23 

43 

Complied  with  during  year 

4 

20 

Outstanding  on  31st  December 

24 

32 

OFFENSIVE  TRADES 


There  are  no  offensive  trades  in  your  district. 


SWIMMING  BATHS 


The  Public  Swimming  Bath  in  your  area  is  owned  by  the 
Council  and  situated  in  Avenue  Road. 

The  bath  has  a capacity  of  80,000  gallons,  water  for 
filling  being  obtained  from  the  public  supply. 

Treatment  is  by  filtration  and  chlorination  and  the 
pumps  are  designed  to  change  the  water  at  least  every  four  hours. 
Daily  tests  of  water  were  made  for  chlorine  residual  and  alkalinity. 
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Swimming  Bath  Water  Samples 


Samples 

Results 

Submitted 

Satisfactory 

Unsatisfactory 

56 

43 

11 

SCHOOLS 


Routine  inspections  of  schools,  with  particular 
attention  to  canteens,  are  made  from  time  to  time.  Any 
problems  v/hich  arise  are  referred  to  the  Director  of  Education. 


AIR  POLLUTION 


Measurement  of  Pollution 

The  Council  continued  to  participate  in  the  National 
Survey  of  Air  Pollution  by  operating  two  sampling  instruments, 
one  at  the  Municipal  Offices  and  one  at  Ashby  Road.  The 
instruments  continuously  sample  the  air  and  daily  readings  of 
the  concentration  of  the  two  main  pollutants,  smoke  and  sulphur 
dioxide,  are  obtained.  Results  from  the  instrument  at  the 
Municipal  Offices  are  available  back  to  1963  and  the  table  and 
graph  below  show  that  there  is  a continuing  reduction  in  overall 
pollution  levels.  There  is,  however,  no  reason  to  be  complacent 
as  it  is  still  obvious  to  the  eyes  and  nose  that  Coalville's  air 
is  not  as  clean  and  pure  as  it  might  be. 


Tear  ended 
31st  March 

Smoke 

Sulphur  Dioxide 

1 1 

I Smoke/S02 
Ratio 

Summer 

Winter 

■ 

Mean 

Summer 

Winter 

Mean 

1965 

68 

176 

122 

104 

234 

170 

0.72 

1964 

67 

158 

1 1 4 

111 

196 

155 

0.73 

1965 

65 

136 

112 

109 

200 

155 

0.72 

1966 

69 

100 

85 

99 

140 

121 

0.70 

1967 

44 

96 

72 

89 

154 

124 

0.58 

1968 

36 

86 

60 

92 

144 

117 

0.51 

1969 

- 

94 

- 

- 

146 

- 

1970 

37 

82 

61 

92 

154 

126 

0.48 

1971 

32 

75 

55 

81 

131 

107 

0.51 

1 
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CONCENTRATION  ( M ICRO  GRAMM  ES  / CUBIC  METRE 
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ANNUAL  M£AN__CQN  CENT  RAT  IONS 


40 


20 
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— f — , — 

1963  1964 


— r ■ 1 1 r " " 1 

1965  1966  1967  I960  1969  1970  1971 

YEAR  ENDED  3 Ist  MARCH 


The  measurement  instrument  at  Ashby  Road  has 
only  been  in  operation  for  just  over  a year  and  was  sited 
there  to  record  any  variations  in  pollution  levels,  with 
particular  reference  to  the  establishment  of  the  Rexco 
plant  nearby.  Graphs  showing  the  comparison  between  the 
results  from  the  two  instruments  are  below.  The  Rexco 
plant  commenced  operations  in  November  and  so  far  no 
noticeable  effects  have  been  recorded. 

At  the  end  of  the  year  a semi-automatic  sampling 
instrument  was  purchased  for  this  site  which  will  only  need 
a visit  weekly  instead  of  daily  as  at  present. 
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CONCENTRATION  ( MICROGRAM  MES /CU  BIC  METRE)  CONCENTRATION 


! 97 1 SMOKE 
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Industrial  Pollution 


With  the  exception  of  the  works  scheduled  under  the 
Alkali  etc  Works  Acts  (see  below)  most  of  the  industrial  premises 
cause  little  concern . Work  is  planned  to  obviate  nuisance  from 
grit  and  smoke  at  the  premises  of  Clutsom-Penn  Ltd  in  Highfields 
Street  and  one  of  the  side  benefits  of  the  proposed  Central 
Estate  district  heating  scheme  will  be  the  replacement  of  the  old 
boilers  at  the  Public  Baths. 


Alkali  etc  Works  Act  Processes 


Because  of  the  more  complex  nature  of  the  processes 
the  control  of  emissions  from  processes  scheduled  under  this 
Act.  is  the  responsibility  of  the  Alkali  Inspector,  a government 
official. 


At  the  end  of  1971  there  were  three  premises  in  this 
category  in  the  Urban  District. 

1 • The  Rexco  Plant  of  the  National  Carbonising  Co.Ltd.,  Ashby 
Road,  Coalville. 

This  was  commissioned  at  the  latter  end  of  the  year  and  has 
been  the  cause  of  a number  of  complaints  despite  the  fact 
that  this  Council  placed  conditions  concerning  smell,  smoke 
and  noise  in  its  planning  consent.  The  plant  was  considered 
to  be  the  most  advanced  and  nuisance  free  of  its  type  but 
numerous  breakdowns  and  other  malfunctions  have  caused 
nuisance  to  arise.  Up  to  the  time  of  writing  it  has  been 
necessary  to  call  in  the  Alkali  Inspector  several  times 
and  a good  deal  of  time  has  also  been  spent  by  members  of 
this  department  in  investigating  complaints.  I must  add 
that  the  Company  and  its  manager  have  always  been  most 
anxious  to  remedy  any  fault  that  has  arisen 

2 . Brickworks 

(a)  Midland  Brick  Co.Ltd.,  Whitwick  Road,  Coalville 

Emissions  of  smoke  from  this  works  have  continued  but  any 
proposals  for  modifications  to  the  kilns  have  been  held  up 
pending  the  fixing  of  the  line  of  the  bypass  road  which 
passes  through  the  premises  and  may  affect  the  buildings. 

It  is  hoped  that  this  will  be  resolved  shortly  so  that  the 
works  can  be  brought  up  to  standard. 
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(b ) Coalville  Brick  Cp.Ltd.,  Ashby  Road,  Coalville 

During  the  year  the  kilns  were  converted  to  burn  liquified 
petroleum  gas  (l.p.g.)  instead  of  coal.  This  has 
eliminated  smoke  emissions  and  has  also  removed  it  from 
the  list  of  works  scheduled  under  the  Alkali  etc  Works 
Act  so  that  responsibility  for  control  of  any  emissions 
passes  to  this  Council. 

3 • Peldar  Tor  Quarry,  Leicester  Road,  Whit wick  (A.R.C.Ltd) 

On  the  1st  July,  1971,  by  virtue  of  the  Alkali  etc  Works 
Order,  1971,  the  crushing,  grading  and  coating  plant  at  the 
above  quarry  became  a scheduled  works  and  subject  to  the 
control  of  the  Alkali  Inspector  instead  of  this  Council.  I 
consider  this  to  be  a retrograde  step  because  with  due 
respect  to  the  Alkali  Inspector,  he  is  not  based  locally 
and  so  cannot  have  the  intimate  knowledge  of  the  dust 
problems,  and  secondly  the  process  is  not  so  complex  that 
it  could  not  be  dealt  with  by  your  own  staff,  as  it  has 
been  in  the  past.  However  we  must  accept  the  situation 
and  work  with  the  Alkali  Inspector  to  reduce  the  nuisance 
to  a minimum.  At  the  time  of  writing  works  are  proposed 
to  eliminate  one  of  the  major  sources  of  dust  from  the  plant. 


Domestic  Pollution 


It  was  not  possible  to  make  any  progress  with  the 
Council’s  domestic  Smoke  Control  programme  during  the  year  but 
the  Central  Estate  district  heating  scheme  to  be  completed  in 
two  years  means  that  in  177  houses  the  burning  of  coal  in 
domestic  appliances  with  its  resultant  low  level  pollution  will 
be  replaced  by  the  burning  of  coal  in  a high  efficiency  boiler 
with  no  smoke. 


Notifications  of  Intention  to  Instal  New  furnaces 


Fuel  Number 

Coal  1 

Gas 

Oil 

Electricity 

Applications  for  Approval  of  Chimney  Heights 

Number  received  Nil 

Number  approved  Nil 

Number  refused  Nil 
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NOISE 


The  investigation  of  noise  complaints  takes  up  a 
larger  part  of  your  inspectors'  time  each  year  as  people 
become  more  concerned  about  intrusion  into  their  privacy. 
Complaints  in  197*1  ranged  from  noise  from  neighbours  to 
industrial  noise,  the  common  factor  in  nearly  all  cases 
being  that  although  the  noise  was  acceptable  during  the  day 
it  was  annoying  at  night.  All  complaints  were  investigated 
and  where  a nuisance  was  found  to  exist  informal  action  was 
usually  sufficient  to  effect  a remedy. 

Particular  mention  should  be  made  of  noise  from 
evening  and  weekend  working  at  a small  industrial  estate  and 
also  of  the  disturbance  caused  by  the  establishment  of 
a retail  dairy  depot,  both  near  to  houses. 

"Prevention  is  better  than  cure"  was  never  more  true 
than  in  relation  to  noise.  Careful  thought  in  the  planning 
of  factories  and  the  installation  of  machinery  can  save  vast 
amounts  of  time  and  money  in  curing  a noise  problem  that 
exists.  In  this  respect  the  imposition  of  conditions  as  to 
noise  emission  on  planning  consents  can  save  endless  time  and 
trouble  later. 


PEST  CONTROL 


Rats  and  Mice 


The  level  of  infestation  remained  about  the  same, 
judged  by  the  number  of  complaints  received,  and  no  sign  of 
warfarin  resistance  was  noted.  However  zinc  phosphide  was 
used  in  certain  cases  and  proved  successful. 

The  Leicestershire  Rat  Control  Committee  again  held 
a campaign  in  the  Autumn,  culminating  in  an  all  out  effort  to 
treat  farms  and  farmland  in  November. 

It  was  not  possible  to  treat  the  sewers  this  year 
but  regular  treatments  at  the  sewage  works  have  apparently 
assisted  in  keeping  the  sewer  rat  population  at  a low  level 
as  little  indication  of  infestation  attributable  to  the  sewers 
has  been  seen. 
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Prevention  of  Damage  by  Pests  Act,  1949 

Return  for  1971 


— — 

I 

i 

i 

Type  of  Property 

Non- 

Agricultural 

Agricultural 

1.  No.  of  properties  in  district 

11232 

47 

2(a)  Total  No.  of  properties 

inspected  following 

notification 

341 

18 

(b)  No.  infested  by  (i)  Rats 

284 

12 

(ii)  Mice 

57 

- 

3(a)  Total  No.  of  properties 

inspected  for  rats  and/or 

mice  for  reasons  other 

than  notification 

939 

- 

(b)  No.  infested  by  (i)  Rats 

134 

- 

(ii)  Mice 

11 

Insect  Pests 

The  most  common  insect  pests  reported  were  ants  and 
wasps,  with  some  reports  of  cockroaches,  mites  and  flies. 

Only  one  case  each  of  the  "classical’'  pests,  bed  bugs  and  fleas, 
were  dealt  with  during  the  year. 


Treatments  of  Council  houses  for 

insect  pests  ...  34 

Treatments  of  private  houses  for 

insect  pests  ...  25 


KEEPING  OF  ANIMALS 

Two  premises  were  registered  under  the  provisions  of 
the  Animal  Boarding  Establishment  Act. 

Licences  under  the  Pet  Animals  Act,  1951  were  issued 
to  persons  selling  animals  at  four  premises. 

Visits  were  made  during  the  year  in  order  to  ensure 
that  the  requirements  of  the  Acts  were  being  observed. 
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HOUSING 


(a)  Unfit  Houses 


The  majority  of  unfit  houses  have  now  been  dealt  with 
so  only  a few  demolition  orders  were  made  during  the  year. 

No  doubt  deterioration  of  some  properties  will  bring  them  into 
this  category  in  the  future  but  there  will  not  be  many.  There 
has  been  a noticeable  increase  in  the  number  of  persons  wishing 
to  repair  unfit  houses  and  provide  modern  amenities  - no  doubt 
due  to  rising  house  prices. 

( b)  House  Improvements 

Responsibility  for  Standard  and  Improvement  Grants 
passed  to  the  Health  Department  during  the  year. 

There  appears  to  be  a greater  interest  in  grants  by 
private  householders,  possibly  due  to  the  more  liberal  attitude 
which  the  1969  Act  permits.  The  suspicion  that  "there  must  be 
a catch  in  it"  which  existed  several  years  ago  has  now 
disappeared,  in  fact  people  seem  to  expect  a grant  for  any 
building  works  and  it  is  sometimes  difficult  to  explain  that 
there  are  limits  to  what  can  be  grant  aided. 

During  the  year  the  Council  decided  in  principle  to 
improve  the  177  houses  on  the  Central  Estate  in  conjunction 
with  the  provision  of  a district  heating  scheme.  It  is 
anticipated  that  work  will  commence  in  1972. 

( c)  General  Improvement  Area 

The  plan  for  a General  Improvement  Area  in  the 
Bakewell  Street/Charnwood  Street  area  was  discussed  with  the 
planning  officer  and  the  Department  of  the  Environment,  who 
suggested  several  modifications.  The  Department  of  the 
Environment  produced  a modified  plan  but  no  progress  was  made 
with  this  due  to  the  departure  of  the  Engineer  & Surveyor. 

At  the  time  of  writing  the  threads  have  been  picked  up  by 
Mr  Brown,  the  new  Engineer,  and  myself  and  a report  on  the 
above  scheme,  together  with  another  new  scheme,  is  to  be 
submitted  to  the  Council. 


( d)  Compulsory  Improvement  of  Individual  Houses 

During  the  year  7 notices  were  received  from  tenants 
requiring  the  Council  to  take  steps  to  make  the  landlords 
provide  the  standard  amenities.  The  procedure  can  be 
subject  to  a certain  amount  of  procrastination  and  there  is 
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always  the  risk  that  the  landlord  may  serve  a purchase  notice 
on  the  Council.  Since  the  Housing  Act,  1969,  however,  a 
landlord  has  been  able  to  get  a "fair  rent”  for  an  improved 
house  and  consequently  tenants  have  become  more  reluctant  to 
ask  for  improvements  that  would  result  in  a very  large  rent 
increase. 

( e)  Qualification  Certificates 

If  a landlord  has  a house  that  has  the  standard 
amenities, or  if  he  proposes  to  instal  them,  then  he  may  apply 
for  a certificate  which  enables  him  to  get  a ’’fair  rent” 
fixed  for  the  dwelling  by  the  Rent  Officer. 

37  applications  were  received  and  6 Certificates 
were  issued  during  the  year. 

( f ) Caravans 


During  the  year  the  Council's  caravan  site  at  St 
Christopher's  Road,  Ellistown,  was  sold  to  private  operators 
who  plan  to  improve  and  enlarge  the  site.  By  December  the 
number  of  caravans  had  returned  to  the  permitted  number  of 
30  and  various  improvements  were  in  progress. 

Routine  visits  were  made  to  the  other  residential 
sites  in  the  District. 

Complaints  were  once  again  received  concerning  camp 
sites  occupied  by  gypsies.  Government  instruction  is  that 
these  families  should  not  be  harassed  but  the  condition  of  the 
camp  sites  and  the  belligerence  of  the  occupants  eventually 
makes  it  necessary  to  take  action  to  move  them  on.  The 
establishment  of  a County  Council  camp  site  for  such  travellers 
at  Standard  Hill  may  well  alleviate  the  problem  but  at  the 
present  time  negotiations  for  the  use  of  the  site  are  still 
taking  place  with  the  National  Coal  Board. 


Type  of  Licence 


Sites  occupied 
at  31.12.71 


(a)  Individual  Caravans  22 

(b) 


More  than  one  Caravan 


4 


( g)  Houses  in  Multiple  Occupation 

There  are  two  houses  in  multiple  occupation  which 
have  been  inspected  during  the  year.  They  have  been 
reasonably  well  maintained  and  no  serious  contraventions 
have  been  noted. 

(h)  Common  Lodging  Houses 

There  are  now  no  common  lodging  houses  in  your 

area. 


INSPECTION  OF  DWELL  IN  GIIOUSES  DURING  YEAR 


1. 


(a)  Total  number  of  dwellinghouses  inspected  for  housing 

defects  (under  Public  Health  or  Housing  Acts)  ...  473 

(b)  Number  of  inspections  made  for  the  purpose  ...  736 


2.  (a)  Number  of  dwellinghouses  (included  under  sub- 

head (1)  above)  which  were  inspected  and 
recorded  under  the  Housing  Consolidated 
Regulations,  1925  and  1932  ...  ...  ...  26l 

(b)  Number  of  inspections  made  for  the  purpose  ...  522 


3.  Number  of  dwellinghouses  found  to  be  in  a state 

so  dangerous  or  injurious  to  health  as  to  be 
unfit  for  human  habitation  ...  ...  ...  39 
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HOUSES  IN  CLEARANCE  AREAS  AND  UNFIT  HOUSES  ELSEWHERE 


A. 

Houses  Demolished 

Displaced  During  Year 

In  Clearance  Areas 

Houses 

Demolished 

Persons 

Families 

(1) 

Houses  unfit  for  human  habitation 

. 

(2) 

Houses  included  by  reason  of  bad 
arrangement,  etc 

(3) 

Houses  on  land  acquired  under 
Section  43(2)  Housing  Act,  1937 

. 

Not 

in  Clearance  Areas 

(4) 

As  a result  of  formal  or  informal 
procedure  under  Section  17(1) 
Housing  Act,  1937 

70 

182 

72 

(3) 

Local  Authority  owned  houses 
certified  unfit  by  Medical 

Officer  of  Health 

10 

10 

4 

(6) 

Houses  unfit  for  human  habitation 
where  action  has  been  taken  under 
Local  Acts 

(7) 

Unfit  houses  included  in 

Unfitness  Orders 

- 

- 

B. 

Unfit  Houses  Closed 

Number 

(8) 

Under  Sections  16(4),  17(1)  and 
33(1)  Housing  Act,  1937 

2 

10 

2 

(9) 

Under  Sections  17(3)  and  26 

Housing  Act,  1937 

(10) 

Parts  of  buildings  closed  under 
Section  18,  Housing  Act,  1937 

— 

— 

- 

C.  Unfit  Houses  made  Fit  and  Houses  in  which  Defects  were  Remedied 


(11)  After  informal  action  by  local  authority 

By  Owner 

By  Local  Authority 

13 

- 

(12)  After  formal  notice  under  (a)  Public 

\ 

Health  Acts  (b)  Sections  9 and  16 

— 

— 

Housing  Act,  1957 

21 

- 

(13)  Under  Section  24  Housing  Act,  1957 

- 

1 
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HOUSE  IMPROVEMENTS 


(a)  Standard  Grants 


No.  of  applications 

from  owner/occupiers  ... 

85 

No.  of  applications 

from  landlords 

28 

No.  of  applications 

approved  ...  . . . 

112 

No.  of  applications 

refused  ...  ... 

1 

No.  of  grants  paid 

• • • • • • 

98 

Amount  paid 

• • • • • • 

£17,171 

Amenities  Provided 

Ss-tJis  • • • • o • 

84 

Wash  Hand  Basins 

89 

Sinks  • • c • • • 

20 

Internal  W.Cs.  ... 

89 

Hot  Water  Supplies  . . . 

89 

(b)  Improvement  Grants 


No.  of  applications  from  owner/occupiers  ...  16 

No.  of  applications  from  landlords  ...  15 

No.  of  applications  approved  ...  ...  25 

No.  of  applications  refused  ...  ...  6 

No.  of  grants  paid  ...  ...  7 

Amount  paid  ...  ...  ...  £5,478.00 


QUALIFICATION  CERTIFICATES 

No.  of  applications  for  Qualification  Certificates  37 
No.  of  Certificates  issued  ...  ...  6 
No.  of  Provisional  Certificates  issued  ...  20 
No.  of  applications  deferred  (pending  repairs)  32 


NEW  HOUSING 


At  the  close  of  the  year  1,594  post  war  houses  had 
been  completed  by  your  authority,  4 8 by  the  East  Midlands 
Housing  Association  and  2,6l6  by  private  enterprise. 
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INSPECTION  AND  SUPERVISION  OF  FOOD 


MILK  SUPPLY 


The  following  table  shows  the  number  of  dairies  and 
distributors  registered  on  the  31st  December,  1971,  and  the 
number  of  inspections  made  :- 


" ■ ' 

— — , 

DAIRIES  (other  than  dairy  farms)  and  DISTRIBUTORS 
(Milk  & Dairies  (General)  Regulations,  1959)- 

Dairies 

Distributors 

r 

No.  on 
Register 

8 

44 

No.  of 
Inspections 

5 

No.  of  Contraventions 

Found 

Remedied 

Outstanding 
on  31st  Dec. 

MEAT  AND  OTHER  FOODS 


There  are  no  licenced  slaughterhouses  in  the  district 
at  the  present  time. 


D ISPOSAL  OF  UNSOUND  FOOD 


The  following  goods  were  surrendered  and  destroyed 
during  the  year  :- 


2,240-lbs 

994-lbs 

64-lbs 

54-lbs 

652-lbs 

60-lbs 


Fresh  Fruit  & Vegetables 
Assorted  Meat  Joints 
Cooked  Meat  & Meat  Products 
Canned  Meat 
Other  Canned  Foods 
Other  Foods 


s 


2,64.3-lbs  Frozen  Foods. 
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FOOD  HYGIENE  (GENERAL)  REGULATIONS , 1970 


The  following  table  sets  out  details  of  the  food 
premises  in  your  area  subject  to  these  Regulations 


— 

Trade 

— 

Total 

No. 

No. comp lying 
with  Reg.  18 

No.  to  which 
Reg. 21  applies 

No. complying 
with  Reg. 21 

Bakehouses 

3 

3 

— 

3 

5 

Butchers 

21 

21 

21 

21 

Catering 

93 

93 

93 

93 

Fish  Shops  (including 
fried  fish  & chip  shops) 

16 

16 

16 

16 

General  Food  Shops 

112 

112 

112 

97 

The  following  table  sets  out  the  action  taken  in 
connection  with  the  Food  Hygiene  Regulations 


Number  of  premises  inspected  ...  200 
Number  of  inspections  made  . • • 1792 
Number  of  Informal  Notices  served  ...  66 
Number  of  Informal  Notices  complied  with  ...  18 
Number  Outstanding  31st  December  ...  64 


ICE  CREAM 

Under  Section  16  of  the  Food  and  Drugs  Act,  1955 
there  were  registered  at  the  close  of  the  year  98  premises 
for  the  sale  of  ice  cream  and  one  for  its  manufacture  and 
retailing. 


14  samples  of  ice  cream  were  submitted  for 
examination  during  the  yeai . 10  of  these  were  placed  in 

provisional  Grade  I (Methylene  Blue  Test),  3 in  Grade  II 
and  1 in  Grade  IV. 
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FOOD  COMPLAINTS 


As  customers  become  more  particular  about  the  quality 
of  the  food  they  buy  the  number  of  complaints  received  in  the 
Health  Department  increases  and  during  the  year  13  articles  of 
food  were  brought  in  : 


I I 

Complaint  i Investigation  Result 

i 

Action 

"Glass"  in  pro- 
cessed cheese 

Analyst  reported  that  "glass" 
was  phosphate  crystals 

Letter  to 
manufacturer 

Mould  in  Yogurt 

Sold  after  expiry  date 

Letter  to  Vendor 

Insect  in  bread 
roll 

Analyst  reported  that  insect 
had  been  baked  in  bread 

Manufacturer 

prosecuted. 

Fined  £10  + costs 

Fly-blown  gammon 

Some  doubt  as  to  whether 
fly-blown  when  purchased 

Letter  to  vendor 
and  purchaser 

Damaged  cans  of 
tomatoes 

Apparently  damaged  when 
imported 

Letter  to  importer 
and  wholesaler 

Earwig  in 
cheesecake 

Analyst  reported  that  insect 
not  baked  with  the  cake 

Vendor  prosecuted 
Fined  £15  + costs 

Caterpillar  in 
can  of  peas 

- 

Letter  to  earners 

Unsound  pork 
luncheon  meat 

- 

Letter  to 

Producers 

Grey  mould  on 
bottom  of  mince 
pies 

Analyst  reported  that  "mould" 
consisted  of  sugar,  flour  and 
edible  oil 

Letter  to 
manufacturer 

Glass  in  cafe 
meal 

i 

Analyst  reported  that  glass  was 
dissimilar  from  samples  of 
glass  used  in  cafe.  Some  doubt 
as  to  source  of  class 

Letter  to  cafe 
proprietors 

Bird  droppings 
on  loaf  of  bread 

Probably  occurred  whilst 
being  carried  into  shop 

Letter  to 
manufacturer 

Skeleton  of  lizard 
in  can  of  grape- 
fruit juice 

Analyst  reported  that  the 
lizard  must  have  been  about 

2"  long  before  disintegration. 
Product  of  Greek  cannery 

Letter  to 
importer 

Rat  dropping  in 
bottle  of  milk 

Analyst  reported  object  to 
be  devoid  of  rodent  hairs 
and  E.coli.  Probably 
vegetable  fibre 

Letter  to  dairy 

i 
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APPENDIX 


FACTORIES  ACTS,  I96I 


Prescribed  Particulars  on  the  Administration 
of  the  Factories  Act,  1961. 

PART  I OF  THE  ACT 


INSPECTIONS  for  purposes  of  provisions  as  to  health  (including 
inspections  made  by  Public  Health  Inspectors). 


TABLE  I 


■ — — — 

Number  of 

Premises 

Number  on 
Register 

Inspections 

■ 

Written 

Notices 

i 

Prosec- 

utions 

(i) 

Factories  in  which 
Sections  1,2, 3, 4 & 6 
are  to  be  enforced  by 
Local  Authority 

2 

- 

- 

- 

(ii) 

Factories  not  included 
in  (i)  in  which  Section 
7 is  enforced  by  the 
Local  Authority 

68 

31 

1 

(iii) 

Other  premises  in  which 
Section  7 is  enforced 
by  the  Local  Authority 
(excluding  Outworkers' 
premises) 

3 

TOTAL 

73 

31 

1 

- 
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CASES  IN  WHICH  DEFECTS  WERE  FOUND 


Number  of  cases  in  which  defects 
were  found 

, 

Referred 

Found 

Remedied 

To  H.M. 
Inspector 

By  H.M. 
InspG  c t or 

Want  of  Cleanliness  (Si) 

h—  - * 

Overcrowding  (S2) 

.. 

_ 

— , 

Unreasonable  temperature  (S3) 

— 

— 

Inadequate  ventilation  (S4) 

— 

— 

Ineffective  drainage  of  floors  (6' 

— 

— 

_ 

Sanitary  Conveniences  (S7) 

(a)  insufficient 

— 

— 

— 

— 

(b)  unsuitable  or  defective 

1 

— 

— 

— 

(c)  not  separate  for  sexes 

- 

- 

- 

- 

Other  offences  against  the  Act 
(not  including  offences 

relating  to  outwork) 

- 

- 

- 

- 

Total 

1 

- 

- 

- 

PART  VIII  OF  THE  ACT 


Outwork  (Sections  133  and  134) 


p 

Section  133 

Section  134 

• 

No.  of  Outworkers 
in  August  list 

Sec. 110(1 ) (c) 

No.  of  cases  of 
default  in  sending 
lists  to  Council 

No. of  prosecutions 
for  failure  to 
supply  lists 

No. of  instances  of 
work  in  unwhole- 
some premises 

Notices  served 

Prosecutions 

Wearing 

Making  etc 

17 

— 

Apparel 

Total 

17 

- 

- 

— 

— 
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OFFICES,  SHOPS  & RAILWAY  PREMISES  ACT,  1963 


REGISTRATION  AND  GENERAL  INSPECTIONS 


No. of  premises 
registered 
during  year 

Total  No. of 
registered 
premises  at 
end  of  year 

No.  of  registered 
premises  receiving 
a general  inspect- 
ion during  year 

Persons 

Employed 

Offices 

6 

21 

352 

Retail  Shops 

4 

156 

51 

903 

Wholesale  Shops, 
V/arehouses 

6 

14 

1 

86 

Catering  establish- 
ments open  to 
public , canteens 

1 

24 

3 

146 

Fuel  Storage  depots 

- 

1 

- 

2 

Total 

17 

243 

76 

1489 

Number  of  visits  of  all  kinds  by  Inspectors 
to  Registered  Premises  - 130. 
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Contraventions  were  found  as  follows  : 


Section 

Details 

No.  found 

4 

Cleanliness 

12 

5. 

Overcrowding 

- 

6 

Temperature 

10 

7 

Ventilation 

9 

8 

Lighting 

11 

9 

Sanitary  Conveniences 

12 

10 

Washing  facilities 

13 

11 

Supply  of  Drinking  Water 

- 

12 

Clothing  accommodation 

3 

13 

Sitting  facilities 

— 

14 

Seats  (Sedentary  Workers) 

— 

15 

Eating  facilities 

2 

16 

Floors,  passages  & stairs 

15 

17 

Fencing  exposed  parts  machinery 

- 

19 

Training  of  young  persons  working 

at  dangerous  machinery 

- 

23 

Prohibition  of  heavy  work 

- 

24 

First  Aid  Provisions 

21 

Other  matters 

16 

124 

ACCIDENTS 

Two  non-fatal  accidents  were  reported.  These  were 
investigated  and  informal  advice  given  to  the  occupiers. 
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